


Architect 


W. R. Ussner (Triton Systems Engineering) 

Contractor 

Richard Richards Ltd. 

Contract Price 
$709,525.00 

Total Area 
44,500 square feet 

Site 

9.2 acres 


Facilities 


12 Classrooms, 1 Art Room, 1 Music Room, 
1 Science Lab, 1 General Purpose Room, 

1 Library, 2 Change Rooms, 1 Lunch Room, 
1 Kindergarten Room, 1 Health Unit, 

1 Guidance Unit, 1 Administrative Unit 


GREEN GLADE PUBLIC SCHOOL 


OFFICIAL OPENING 
NOVEMBER 12, 1970 - 8:00 p.m. 

PROGRAMME 


0 Canada 
Choir Selections 

Chairman* s Remarks 

Introduction of 
Platform Guests 

Greetings from the 
Town of Mississauga 

Key Ceremony 


Prayer of Dedication 

Introduction of 
Guest Speaker 

Guest Speaker 
Appreciation 


Introduction of 
the Principal 

Remarks 


Under the Direction of Mrs. C. Adams 


Mr. R. Bos, Member 

Peel County Board of Education 

Mr. H. R. Harrower. 

Assistant Area Superintendent 

Mayor R. W. Speck 


Mr. J. Richards - Contractor 
Mr. W. R. Ussner - Architect 
Mr. H. J. Dick - Principal 

Rev. T. A. Morgan, Minister 
Christ Church United 

Mr. J. A. Turner, 

Director of Education 

Rev. R. E. McLennan, Rector 
Church of St. Hilary, Mississauga 

Mr. D. J. Stockley, Member 
Peel County Board of Education 

Mr. A. Cummins, 

Superintendent of Academic Affairs 
Mr. H. J. Dick, Principal 


kkkk 











PRINCIPAL 


Mr. H. J. Dick, B.A 


SECRETARY 


Mrs. G. McWhinnie 


TEACHING STAFF 

Mrs. C. Adams 

Mrs. S. Cole 

Mrs. P. Durnford 

Mr. B. Ertis 

Mr. G. Castle 

Mr. P. Harrison, B.A. 

Miss P. Jones, B.A. 

Mr. R. Kelly 

Mrs. M. Knafelc 

Miss B. McNab 

Miss M. Reid 

Miss J. Redford 

Miss R. Robinson 

Mr. P. Ruch 

Mrs. S. Sabine 

Mrs. S. Worth 

CARETAKERS 

Mr. L. W. van de Ven 
Mr. B. Fatica 
Mrs. J. Boylan 
Mrs. G. Crawford 




